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UNITED  STATES  DEPARTMENT  OF  AGRICULTURE 
FOREST  SERVICE 
FOREST  PRODUCTS  LABORATORY 
MADISON,  WISCONSIN 


Exchange  of  Translations  Scheme 
(British  Commonwealth  Forestry  Conference) 


Translation  No.  Author,  Title,  Source 

(a)  Translations  completed  and  distributed 


709  NEUSSER,  H.  and  KRAMES,  U.  Determination  of 

some  important  wood  chip  indexes.  Holzforschung 
und  Holzverwertung  21(4): 77-80,  August  1969. 

(b)  Translations  being  reproduced 

706  PALITSCH,  G.  and  DZIOBEK,  K.  The  evaluation 

of  processed  wood  surfaces.  Holz technologie  6 
(3) : 153-160,  1965. 

(c)  Translations  scheduled 

711  BECKER,  Go  and  DEPPE,  H0  J.  Zum  Verhalten  von 

unbehandelten  und  chemisch  geschtftzten  Holzspan- 
platten  gegen  Organismen.  Holzforschung  und 
Holzverwertung  21 (5) : 103-107 , 1969. 
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